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1. The following industrial eqrpsent and machinery is currently desirca 
for import into Rumania: 


a. 50 sets of vertin Decker control instruments for use at depth of 
3,000 meters. : 


b. 2 machines to work bloct of hot steel 300 by 300 mn., powered by 
3-phase elsotric motors «i 380 volte, 50 cycles. 


c. 3,000 meters "Admirantuaval" heat exchangers, with bronze alloy, 
corrosion proof, 25.4 my. outside, 22.1 ma. ineide dimensions, each 
tube 6.1 meters in length. This tubing will be used in chemical 
industries. 


2. The equipment and machina: y listed above wil] be purchased and imported 
by Romancexport,. 
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